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Built-in Cables 


Charge 4 Devices Simultaneously 
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30000mAh Huge Capacity 
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Available in 3 different ranges of capacities 
e 30000mah 
e 20000mah 
e 10000mah 


Lightweight and Compact Size 
10000mAh portable charger 


iPhone X iPhone 13 Samsung S8 
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Support OC 3.0 & PD 3.0 


VEGER 60% | 30mins 
other 20% | 30mins 
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LED DIGITAL 
DISPLAY 


Easy to check the 
remaining battery level. 
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BUILT-IN USB 
CHARGING CABLE 


Recharging Gets More 
Convenient. 
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Type C input port 


Also equipped with a Type C input for more charging options 
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VEGER Power Inc. 
To know more about Built in Cable Power Banks, visit at: 
https://www.vegerpower.com 


228 PARK AVENUE SOUTH 
#85556, NYC, NEW YORK, 
10003, USA 


Email: global@vegerpower.com 


Phone: +1 323-521-4183 
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